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GOVERNMENT OF KERALA 
Public Works Department (Electricity ) 

NOTIFICATION 
No: 26773- EL1/61-1 /PW . Dated , Trivandrum , 26th April 1961. 

WHEREAS the Government of Kerala are of opinion that due 
to the present low water level in the Hydel Reservoirs and the 
consequent difficult power supply position it is expedient, for 
maintaining the supply and securing the equitable distribution 
of the electrical energy to provide for regulating the supply , 
distribution , consumption and use of electrical energy ; 

Now , therefore, in exercise of the powers conferred by 
Section 22 - B of the Indian Electricity Act, 1910 (Act 9 of 1910 ) 
hereby make the following order : 


ORDER 


The Electrical Inspector to Government may , notwith 
standing the provisions of any contract, agreement or requisition 
whether made before or after the commencement of the Indian 
Electricity (Amendment) Act, 1959 , for the supply (other than 
the resumption of supply ) or an increase of supply to any person , 
restrict the consumption of power by different classes of 
consumers up to a maximum of 40 percent of the average 
consumption for three months immediately preceding this Order. 


By order of the Governor , 

K. K. RAMANKUTTY , 
Secretary to Government. 
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